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Subject: Fwd: CD1 Recommended Locations for Mobile Hygiene Units 

From: Diana Gonzalez <diana.gonzalez@lacity.org> 

Date: 6/17/20, 2:36 PM 

To: Jasmin Mouflard- Kozowy <jasminhygiene@gmail.com>, Jonelle Gardea <jonelle.gardea@lacity.org> 


Snasecauas Forwarded message --------- 

From: Jose Rodriguez <jose.a.rodriguez@lacity.org> 

Date: Mon, May 18, 2020 at 12:56 PM 

Subject: CD1 Recommended Locations for Mobile Hygiene Units 
To: Diana Gonzalez <diana.gonzalez@lacity.org> 








Hi Diana, 
Temple & Beaudry Community 


1) 1212 W. 2nd St off Emerald St (hydrant) 


Westlake Community 


2) Mac Arthur Park Alvarado/ Wilshire (RAP water source) 


Pico Union Community 


3) 8115. Garland St (hydrant) 


Lincoln Heights 
4) 452 N. San Fernando Rd (2 hydrants) 
5) 317 N. Ave 21 (hydrant) 


6) 3501 Valley Blvd (hydrant) 





Thanks, 

Jose Rodriguez, Deputy District Director 

Office of Los Angeles City Councilmember Gilbert Cedillo 
Council District 1 

District Office 

5577 N. Figueroa St. 

Los Angeles, CA 90042 

(323) 550-1538 Office 





Sign up for our newsletter here: 
http://www.gilcedillo.com/newsletter sign up 





On Mon, May 18, 2020 at 12:35 PM Diana Gonzalez <diana.gonzalez@lacity.org> wrote: 





Hi Jose, 


Can you please provide me with your 5 TOP locations? 


We want to ensure that these are the first locations on the list, so that your top 5 can be vetted first. 


Thank you so much! 


On Mon, May 18, 2020 at 9:23 AM Diana Gonzalez <diana.gonzalez@lacity,org> wrote: 


This is great, thank you! l'Il check in with you before any decisions are made. 


On Mon, May 18, 2020 at 9:03 AM Jose Rodriguez <jose.a.rodriguez@lacity.org> wrote: 





Hi Diana, 


6/29/21, 3:18 PM 


Fwd: CD1 Recommended Locations for Mobile Hy... 


Please see below for scouting as possible sites. 
Temple & Beaudry Community 
1) 1212 W. 2nd St off Emerald St (hydrant) 


2) Temple Street and Victor St (hydrant across the street) 


Westlake Community 
3) 1636 Wilshire Blvd (hydrant) 


4) Mac Arthur Park Alvarado/ Wilshire (RAP water source) 


Pico Union Community 
5) 14th st & Oak St (hydrant) 
6) 811 S. Garland St (hydrant) 


Elysian Valley Community 
7) Stadium Way and Bishop Rd. (no hydrant) 
Lincoln Heights 


8) 452 N. San Fernando Rd (2 hydrants) 





9) 317 N. Ave 21 (hydrant) 


10) 3501 Valley Blvd (hydrant) 





Please make sure | receive sites LASAN deems feasible so we can discuss before anything is scheduled and 
deployed. 


Thanks, 

Jose Rodriguez, Deputy District Director 

Office of Los Angeles City Councilmember Gilbert Cedillo 
Council District 1 

District Office 

5577 N. Figueroa St. 

Los Angeles, CA 90042 

(323) 550-1538 Office 








Sign up for our newsletter here: 
http://www. gilcedillo.com/newsletter sign up 





On Thu, May 14, 2020 at 10:07 AM Diana Gonzalez <diana.gonzalez@lacity.org> wrote: 





Thank you Jose. 


| do not, let me speak to Jasmine the MHU specialist and if there are photos available | will forward 
them to you. 


On Thu, May 14, 2020 at 9:52 AM Jose Rodriguez <jose.a.rodriguez@lacity.org> wrote: 
Hi Diana, 
Do you have a photo of the units and whats included? 


Jose Rodriguez, Deputy District Director 

Office of Los Angeles City Councilmember Gilbert Cedillo 
Council District 1 

District Office 

5577 N. Figueroa St. 

Los Angeles, CA 90042 

(323) 550-1538 Office 





Sign up for our newsletter here: 
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Fwd: CD1 Recommended Locations for Mobile Hy... 


http://www.gilcedillo.com/newsletter sign up 





On Thu, May 14, 2020 at 9:27 AM Diana Gonzalez <diana.gonzalez@lacity.org> wrote: 
Hi Jose, 
Just following up regarding MHU vetting locations. 
Let me know if you need anything from us, or if you have any questions. 
Thank you so much! 


On Thu, May 7, 2020 at 10:54 AM Diana Gonzalez <diana.gonzalez@lacity.org> 
wrote: 





Hi Jose, 


It is yet to be determined. However, once we receive the vetting 
locations, we will scout the locations and will potentially put a 
schedule together. | foresee it being a couple of times a week, but 
once we have clarification and more details, | will keep you in the 
loop. 


On Thu, May 7, 2020 at 10:42 AM Jose Rodriguez 
<jose.a.rodriguez@lacity.org> wrote: 





Hi Diana, 
Would this be for daily set up or once a week or TBD? 


Jose Rodriguez, Deputy District Director 

Office of Los Angeles City Councilmember Gilbert Cedillo 
Council District 1 

District Office 

5577 N. Figueroa St. 

Los Angeles, CA 90042 

(323) 550-1538 Office 





Sign up for our newsletter here: 
http://www.gilcedillo.com/newsletter sign up 


On Thu, May 7, 2020 at 9:40 AM Diana Gonzalez 
<diana.gonzalez@lacity.org> wrote: 


Hello, 


I am sending this email in regards to the Mobile 
Hygiene Units. 


There will be a deployment of about 13 trailers 
starting July 31st. 


We will need new "vetting" locations from you (as 
many as you want), however, please remember 
the trailer needs to be near a fire hydrant no 
more than 50 feet away. An alternative that can 
also work would be a water source via a hose bib 
connection (see attached photos as reference). 


Ideally, we will need these locations as soon as 
they become available. 


If you have any questions, you can contact me or 
the MHU specialist - Jasmin Mouflard-Kozowy @ 
213-713-5228 (jasminhygiene@gmail.com) 





Thank you so much! 
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